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illustrious sit; at the other the 'screens' through which
are two doors leading to the kitchens beneath the s min-
strels* gallery/ With this screen as background, the
players acteds using both doors and gallery as part of their
stage. (See Plate 2^

In the playhouse the seating arrangements of inns and
the form of the stage of the great hall were combined.

The Theatre, as has been seen, was built in 1576, and
the Globe in 1^99* When Henslowe and Alleyn decided
to build the Fortune in 1600 they employed the builder
of the Globe5 and drew up a detailed and elaborate agree-
ment. It is so important a document of stage history that
it is worth reproducing in full:

THIS INDENTURE made the eighth day of January, 13:99
(1600), and IB the two and fortieth year of the reign of our
sovereign Lady Elizabeth, by the grace of God Queen of
England, France and Ireland, defender of the faith, &c.,
Between Phillip Henslowe and Edward Alleyn of the parish
of Saint Saviours in Southwark, in the county of Surrey,
gentlemen, on the one parts And Peter Street, citizen and
carpenter of London, on the other part, WITNESSETH that,
whereas the said Phillip Henslowe and Edward Alleyn the
day of the date hereof have bargained, compounded and
agreed with the said Peter Street for 'the erecting, building,
and setting up of a new house and stage for a playhouse, in
and upon a certain plot or parcel of ground appointed out for
that purpose, situate and being near Go]ding Lane in the
parish of Saint Giles without Cripplegate of London To be by
him the said Peter^ Street, or some other sufficient workmen
of his providing and appointment, and at his proper costs and
charges, for the consideration hereafter in these presents
expressed, made, erected, builded and set up, in manner and
form following; that is to say.